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TECHNICAL INFORMATION 



TYPE NO 



FB/IN/ES 5100 



TYPE 



Coffee vending machines 



T.I. -NO 
... 05/03 



SERIAL NUMBERS 
AFFECTED 



From machine No 534124 



ISSUED BY Documentation/ 
Wittenborg Odense 



SUBJECT 



ISSUED FOR (X): 



Changed Ud for instant ingredient canisters 



Action 




Information 


X 



HEADLINES 

• In all 5100 machines in production, from and including machine no 534124, the lid for 
instant ingredient canisters has been changed. 



COMPONENTS CONCERNED 
New part 31019600 
Obsolete part 30698200 



MODIFICATION 

New material and design of lid. 

Please see the following pages containing updated pages for the 5100 spare parts lists. 



REASON 

Design update. 



REPLACEABILITY 

The new type of lid - part no 31019600 - replaces the previous type of lid - part no 
30698200 - directly. 

Lid - part no 30698200 - will not be available as a spare part any longer. 
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Ingredient Canister, IN 
Ingredienzbehalter, IN 
Ingrediensbeholder, IN 
Conteneur, IN 



30.4.03 



A 



SPARE PARTS LIST 
MODEL: FB/IN/ES 5100 



Index Partno. Quant. Unit 



01 


30727200 


1 PC 


02 


30737800 


1 PC 


03 


31019600 


1 PC 


04 


39414700 


1 PC 


05 


39553000 


1 PC 


06 


39446700 


1 PC 


07 


39553800 


1 PC 


08 


39552900 


1 PC 


09 


39525201 


1 PC 


10 


39525202 


1 PC 


11 


39630200 


1 PC 



Description 



INGR. CANISTER FULL, MOUNT. 

INGR. CANISTER REDUCED, MOUNT. 

LID FOR CANISTER 

SIGHT GLASS 

COUPLING 

BUSHING W. COLLAR 

AUGER 

AUGER 

OUTLET SPOUT, FULL 
OUTLET SPOUT, REDUCED 
OUTLET PIPE 
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Ingredient Canister, IN 
Ingredienzbehalter, IN 
Ingrediensbeholder, IN 
Conteneur, IN 



30.4.03 



A 



SPARE PARTS LIST 
MODEL: FB/IN/ES 5100 



Index Partno. Quant. Unit Description 







1 PC 


INfiR CANI^TFR Fill 1 MOUNT 


02 


31019600 


1 PC 


LID FOR CANISTER 


03 


39414700 


1 PC 


SIGHT GLASS 


04 


39553000 


1 PC 


COUPLING 


05 


39446700 


1 PC 


BUSHING W. COLLAR 


06 


39553800 


1 PC 


AUGER 


07 


39525201 


1 PC 


OUTLET SPOUT, FULL 


08 


39630200 


1 PC 


OUTLET PIPE 


09 


30897100 


1 PC 


STIRRING WHEEL, MOUNT. 


10 


09124306 


1 PC 


RETAINING RING 


11 


09121508 


1 PC 


ALUMINIUM WASHER 


12 


39519700 


1 PC 


STIRRING WHEEL 


13 


09109005 


1 PC 


WING NUT 
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Ingredient Canister, IN 
Ingredienzbehalter, IN 
Ingrediensbeholder, IN 
Conteneur, IN 



30.4.03 



A 



SPARE PARTS LIST 
MODEL: FB/IN/ES 5100 



Index Partno. Quant. Unit 



01 


30691100 


1 PC 


02 


30699200 


1 PC 








04 


39553000 


1 PC 


05 


39414700 


1 PC 


06 


39446700 


1 PC 


07 


39552900 


1 PC 


08 


39525201 


1 PC 


09 


39525202 


1 PC 


10 


39630200 


1 PC 


11 


30896900 


1 PC 


12 


39519700 


1 PC 


13 


09124306 


1 PC 


14 


09121508 


1 PC 


15 


09109005 


1 PC 



Description 



INGR. CANISTER RED/FULL, MOUNT 

INGR. CANISTER REDUCED, MOUNT. 

LID FOR CANISTER 

COUPLING 

SIGHT GLASS 

BUSHING W. COLLAR 

AUGER 

OUTLET SPOUT, FULL 
OUTLET SPOUT, REDUCED 
OUTLET PIPE 

STIRRING WHEEL, MOUNT. 
STIRRING WHEEL 
RETAINING RING 
ALUMINIUM WASHER 
WING NUT 



B 



